ELEVATED
TANKS
LANCASTER Elevated Tanks are built in a complete range of standard sizes for industrial, municipal or private water systems. These tanks provide gravity water pressure for fire protection or general service.
1,000,000  Gallon Water Standpipe
70  Feet  High  and  250,000   Gallon
Sprinkler Tank 200  Feet High
30,000 Gallon Gravity Tank on Roof of Building
19